From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Wednesday, March 02, 2011 11:44 AM 
Rosas, Giovanni (DPH) 

RE: Ventilation Shutdown March 12-13 


No because there will be no heat, cooling or intake air 


From: Rosas, Giovanni (DPH) 

Sent: Wednesday, March 02, 2011 10:39 AM 
To: Nassif, Julianne (DPH) 

Subject: Ventilation Shutdown March 12-13 

Daniel Renczkowski wanted to know if it were ok to work on that weekend if he weren’t doing anything that required 
ventilation ? 

Thanks 


Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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